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ODP gl-228 
18 February 1981 


MEMORANDUM FOR: Deputy Director for Adminilatration 


FROMs Bruce T. Johnson 
Slrector of Nata Processing 


SUBIECT: ODP Report for Week Ending 18 February 1981 
SAFE 
SAFE : : Pepruary to 


personnel and on 

12 February to two start members o ve House select Committee on 
Intelligence. aa 

ADSTAR 


Testing of the ADSTAR output system has been successfully 
completed and the syatem has been accepted. ae STAT 


1983 Program 


On 13 February we were informed of the Comptroller's approval 
of our request to increase the 1983 current level over the 
preliminary target in order to fund CAMS2 at a rate consistent 
with the 1983 projection in the 1962 budget. However, our request 
for additional funds within our current level to support user 
terminal requirements was not approved. ‘Therefore, less than 25% 
of the funds to support the 1983 terminal requirements will be in 
the program. Directorate ADP Control Officers are being notified 
of the requirements that cannot hb fied so they can include 
them in their own 1983 program. aaa STAT 


Computer Center Sets Spring Cleanin 


CPR Cleaning Systems, a professional computer room cleaning 
sarvice under contract to the Agency, gave the GC-03 Computer 
Center a thorough cleaning on Saturday, 14 February. This was 
part of a recently initiated annual cleaning grogram for all opp 


pee rooms. The cost of this special cleaning is $8,563. 


/s/ Bruce T. Johnson 
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